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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 048394 

64 

ORIGIN HEW-08 

INFO OCT-01 EUR-06 ISO-OO SCI-06 RSC-01 /022 R 
66615 

DRAFTED BY DHEW/SRS- BERNICE C. HARRIS 
APPROVED BY SCLMSBEAUBIEN (REC. 3/11) 

DHEW/SRS - WILLIAM C. PEMBLETON 
SCI/SA:JGSAMPAS (INFO) 

EUR/EE:ESEGALL (INFO) 

062353 

R 1 1213 1Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY WARSAW 

UNCLAS STATE 048394 

E.O. 11652:N/A 
TAGS: TPHY, OSCI, PL 

SUBJ: MEDICAL SUPPLIES FOR LARYNGECTOMY PROJECT 
19-P-58331-F-01 

REF: STATE 1 1754 AND WARSAW 554 

1) SRS FORWARDING BY AIR POUCH 1 BOX CONTAINING SYRINGES 
AND NEEDLES TO BE USED IN CONNECTION WITH 
LARYNGECTOMY PROJECT. 

2) PLEASE NOTIFY DR. ERWIN MOZOLEWSKI, POMERANIAN MEDICAL 
ACADEMY, SZCZECIN WHEN BOX ARRIVES. 

3) AN ACKNOWLEDGEMENT OF RECEIPT OF SUPPLIES IS REQUESTED. 
KISSINGER 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SUPPLIES, MEDICAL FACILITIES, GRANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE048394 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BERNICE C. HARRIS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740352/aaaabxad.tel 

Line Count: 47 
Locator: TEXT ON-LINE 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 1 1 754 AND WARSAW 554 
Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 AUG 2002 by elbezefj>; APPROVED <06 DEC 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MEDICAL SUPPLIES FOR LARYNGECTOMY PROJECT 19-P-58331-F-01 
TAGS: TPHY, OSCI, PL 
To: WARSAW 
Type: TE 
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